

Where we’ve been 



To date, 27 BLS positions lost since FY2009 

























other budget consideration 



Increases in building utility costs: 
-$300,000 






Cost-cutting meas 
January-June 20 




FY2012 

4516-1000 appropriation 















FY2012 

4516-1000 appropriation 













Additional reductions in personnel 






Voluntary layoff/retirement 




Some positives 






Ongoing financial uncertainty 









